Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Message Text 



CONFIDENTIAL 

PAGE 01 OECD P 30595 241706Z 
47 

ACTION EB-07 

INTO OCT-OI CIAE-00 COME-00 DODE-00 NRC-05 NSAE-00 TRSE-00 

EUR- 12 ERDA-05 ISO-00 SSO-00 ERDE-00 /030 W 

008795 

O 241659Z NOV 75 

EM USMISSION OECD PARIS 

TO SECSTATE WASH DC IMMEDIATE 9371 

CONEIDENTIAL OECD PARIS 30595 

EXCON 

E.O. 1I652XGDSI 

TAGS: ESTC, COCOM, GW, HU 

SUBJECT: GERMAN PTEE INSULATED STRANDED WIRE TO HUNGARY- 
IL 1754 

REFS: A. COCOM DOC (75) 1437 

B. OECD PARIS 29272 

C. OECD PARIS 27716 

D. STATE 181855 

1 . GERMAN DEL IS PRESSING EOR US VIEWS ON REECASE WHICH 
WERE DUE NOVEMBER 7, 2 WEEKS AFTER GERMAN RESPONSE TO 
QUESTION POSED REETEL D. GERMAN DEL EMPHASIZED URGENT 
NATURE OF RECEIVING US POSITION ON REFCASE AS GERMAN AP- 
PLICANT WILL LOSE ORDER IF WIRE NOT DELIVERED WITHIN 
NEXT LEW DAYS. 

2. ACTION REQUESTED: US VIEWS ON REECASE IMMEDIATELY OR 
AT LEAST INDICATION OE PROBLEMS US AUTHORITIES HAVING 
WITH CASE. 

TURNER 
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